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uiaap  . council. 

. nnupl  ;>cl  ort,  of  .0  l : jcr  of  health  for 

the  %\x  2. vo  fcoftthfi  yn  od  51st  i^ceisber  .15«;  . 


1.  General  . t tistics . 

rea. (acres)  4268 

ul  tion.  194.  Btimated  2896. 
number  oi  Inhabited  Houses.  : etimrted  930. 

Rate:  blc  Value  . £11/71. 

Produce  oi  a Jenny  Rate.-  11  o • 1 district  13C 

**2  " £7 

Total  £45. 

11.  Ixtracts  iron  Vital  rtntlL  tics . 

Births.  The  number  of  births  registered  during  the  year  was  58 
(n-let  23#fanalee  89).  The  birth-r  te  calculated  to  a po  • ul;  t on 
Of  2656  is  17.9  per  thous and  ae  C with  15. 

and  Kalis* 

eathB .The  number  oi  deaths  registered  in  and  transferred  to  this 
Cii  trict  me  44  (males  51,161:  1od^3).  The  do:  th-rate  calcul  ted  to 
a popul  tion  of  20:6  is  15.8  ae  coup  red  with  11.6  for  ugi  nd 

and  iVale  b • 

Infant,  l ortality . >ne  child  diod  under  tlx  age  of  one  year  Giving 
a u saturate  oi  . t nd  birilit  as  co:  r<  d with  45  for 

hngl  no  an>  ualee. 

III.  v.-anit  r;/  Oi-cuxt  ncet  of  the  yea . 

'One  new  v/.  ter  service  was  1 id  on  to  one  house  rxusing  the  total 
number  Oi  houses  now  connected  to  the  mins  580*  Three  s i;. lee 
ox  water  from  public  supplies  wort  t ken  and  analysed  and  these 
were  satisfactory.  5 further  connections  to  the  6 ewe re  were  rede 
tuiaing  the  total  number  o±  houses  now  connected  455. 

Sanitary  Inspection  of  the  'rea*  Visits  oi  inspection.  222 

Informal  notices  served. 14 
Informal  notices 

complied  with.  11 

ralv- no.  Approx  in  t ly  27  t ne  of  waste  paper  etc  w re  collected 
and  .disposed  of  for  the  12  months  ended  diet  arch,  194 3,  nd  82 
tons  pf  iron  r&llii  re  removed  from  the  town. 

IV.  rev  1 net  oi  and  control  over  inf actions 

■ i «i  in  f.  - - — • • « - « » -«  ■■  »i  -am  — mi  ■ ^ - ■» 

Tib : at. a jr  Diseases  , 

The  dCf  the  c used  by  the  following  dice-  cos  during  the 

year  werc:- 

Cancer.  5 

Respiratory.  5 
Other  causes.  34 


VI.  notifiable  ioeaccs.  o the  r thu n Tube : 


iseases.  Total  eases  notified. 

Admitted  to  Hoe 

itul.  c tlis. 

5 car  let  xcver.  2 

rj 

mm 

hooxing  Cough.  83 

- 

- 

lent let.  1 

mm 

- 

neim^onia.  1 

1 

— 

/ 

r.  . -vcr<  tt. 

uguit ,1943. 

led leal  ( 

fflccr  of  ! ;C:  th 

KV 


